V. 7. (X)                                    DATA OIF HIGH DAMS TN INDIA
IX. BIBUOGEAPHY AND HISTORICAL
(1) Historical                                        In 1907 the people of Thippayapalem
locality submitted a petition to the
Collector of Kurnool, stating the
emergent need for the construe^
fcion of the tank for irrigating the
area.
The investigations were thus started
in 190iS and a proposal which came
into flhapo was postponed till the
decision on the Tonga-BhadraPro-
ject was reached.
In ] 912 the investigations were started
again and, therefore, the then
Superintending Engineer submitted
the scheme with three alternatives.
After reviewing upon, the three
alternatives the then Chief En-
gineer decided for the construction
of an earthen dam, with a masomy
core-wall across the river and two
weirs, at either flanks.
An estimate amounting to B&
3,12,000 was sanctioned ini-
tially, but it was revised tt> Es.
4,18,000.
The construction work was started
in 1933 and was completed in May
1935,
In August 1935, there was a heavy
rainfall in the catchment, thus
causing a sudden rise of water
level after a prolonged spell of
dry weather and it breached the
dam seriotwly.
After thoroughly examining all the
available information which might
throw light an to the probable cause
of the failure of the dam, and from
a study of the failure of other
earthen <Uuaa elsewhere, the then
Chief Engineer came to the con*
elusion that the earth in the loca-
lity was not suitable for construc-
tion and decided to construct a
masonry dam m place of the brea-
ched earthen dam.
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